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JUvciisiu-y tleptivtmcnt. 

aUivcau of llu- Mini. 

(i.IiUishingfon. 3. (f. December 28,1894. 


Eugene Townsend Esq., 

Superintendent U. S. Mint, 

Philadelphia, Pennsylvania. 

Sir:- 

In reply to so much of your letter of the 27th instant, as 
relates to the payment of the four men, reinstated, I would say that 
it has been held by former Directors, that if the removal of the 
workmen is disapproved, he was entitled to pay, and while I have 
some doubts as to the propriety of this construction, I have after 
consultation with the Comptroller of the Treasury, decided to au¬ 
thorize that they be allowed full pay. 

The case of Bradley is somewhat different, for the reason that 
if I recollect aright, his case was held up for some two months, and 
then he was re appointed in the place of some party removed. 

Respectfully yours. 



Director of the Mint. 
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Treasury Department, 
Bureau of the Mint, 
Washington, D.C., 
December 28, 1894 

Eugene Townsend Esq., 
Superintendent U.S. Mint, 
Philadelphia, Pennsylvania. 


Sir: - 


In reply to so much of your letter of the 27th instant, as relates to the payment of the four 
men, reinstated, I would say that it has been held by former Directors, that if the removal of the 
workmen is disapproved, he was entitled to pay, and while I have some doubts as to the propriety 
of this construction, I have after consultation with the Comptroller of the Treasury, decided to 
authorize that they be allowed full pay. 

The case of Bradley is somewhat different, for the reason that if I recollect alright, his 
case was held up for some two months, and then he was re appointed in the place of some party 
removed. 

Respectfully yours, 

R.E. Preston 
Director of the Mint. 



